Unlisted Thoughts presents the 


CROSS-GENERAL OF 
GENERAL DISAPPRECIATION 


For improper (lack) of 


Capital letters for certain 
proper nouns. 
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Lakshan Kaur Shadeh Jadoon 
Chief Administrative Officer & Chief of Staff 


Administrator-General 


